The Commonwealth of Massachusetts 
Department of State Police 

305 South Street, Jamaica Plain, MA 02130 


617 


-983-6622 


DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 

UEWENANT GOVERNOR 
MARY ELIZABETH HEFFERNAN 

SECRETARY 



COLONEL Timothy P. ALben 

SUPERINTENDENT 


08/06/12 


Megan O’Rourke 

Assistant District Attorney, Suffolk County 
Ms. O’Rourke, 

Enclosed is the information you requested, included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheet with chemist's hand notations and test results. 

3. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
(617) 983-6632 


Excellence In Service Through Quality Policing 


Folk OIG PRR 064788 




PLEASE PRINT CLEARLY OR TYPE ALL INFORM!ATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8r00^ 11:00 
2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Fubtic Health 
State laboratoiy Institute 


^ Ji0Qf 


‘I 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 


DRUG RECEIPT 


9 : 00 - 12:00 

1:00-3:00 


City or Department: 


C,Hecj£A 


Police Reference No.: 



Name and Rank of Submitting Officer: 



/\ I ^ ^ 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


I 9L4Sji<^ 



fls>C 4 C 




_ Yu 






DRUG POWDER ANALYSIS FORM 



SAMPLE 
No. of samples tested 


GENCY 



ANALYST 
Evfdence Wt 


KM 




h 


1 

aM 

3a 




OTzM^k 


PHYSICAL DESCRIPTION 


I pb ^ 

0(b' uoMf Clvi 



ssWt { ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


PRELIMINARY TESTS 


Spot Tests 


Cobalt 

Thiocyanate Ji 


-1- bb< 


Marquis 

Froehde's 


Mecke's 


MicrocrvstaHine Tests 

Gold 


Chloride 



. 1- 

J 


TLTA (1 

J_J 



OTHER TESTS 


INARY TEST RESULTS 

K pro \rdi 


PRELIMINARY TEST RESULTS 
RESULT: 

DATE 






i 


GC/MS CONFIRMATORY TEST 

RESULTS ioCfkx^ 




Revised 7/2005 


Folk OIG PRR 064790 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


C; \MSDCHEtvl\l\DATA\SYSTSM6\05_29_12\830004 .d 
KAC 

29 May 2012 15:54 

BLANK 

1 

DRUGS . M 
RTE 


Abundance tiC: 830004,d\dala-ms 



0*"^ —r—i—I T" I I I 

;Time'-> 2.00 3.00 

-nr-T-r-r -r- 

4.00 

' ‘ I ' ' ' 

5.00 

6.00 7.00 

-T-!-^-1-1 

8.00 

9,00 

; , j 1 J ■} t t , -) 

10.00 11.00 12.00 


Ret. Time 


Area 

Area 

% 

Ratio 

% 


INTEGRATED PEAKS’^** 


830004.d Tue May 29 16:07:39 2012 


Page 


1 



Folk_OIG_PRR 064791 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1\DATA\ SYSTEM6 \ 0 5_2 9_12\830005,d 
KAC 

29 May 2012 16:10 

COCAINE STD 


DRUGS.M 
RTE 


Abundance 


TIC: 83000^ci\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4,722 

1445229 

100,00 

100.00 


830005,d Tue May 29 16:23:37 2012 Page 1 



Folk OIG PRR 064792 




Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 29 

12\830005.d 

Operator 

KAC 


Date Acquired 

29 May 2012 16:10 


Sample Name 

COCAINE STD 


Submitted by 



Vial Number 

5 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 4.72 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


OOOOSO-36-2 99 
000050-36-2 99 
000050-36-2 99 



Abundance ' ' .#29: COCAINE 



830005.d Tue May 29 16:23:37 2012 Page 2 



Folk OIG PRR 064793 



















Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\0 5_2 9_12\830006.d 
KAC 

29 May 2012 16:26 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance TIC: 830006.d\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*^* 


830006.d Tue May 29 16:39:34 2012 


Page 


1 



Folk_OIG_PRR_064794 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C ; \MSDCHEM\l\DATA\SySTEM6\05__29__12\B30007 . d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


16:42 

KAC 



:Tim e-> 2. 00 ..3,00 _ 4,00 5.00 .6,00 7.00 8,00.ML.1. 


Ret, Time 

Area 

Area % 

Ratio % 

3.947 

711808 

22.16 

28.47 

4.722 

2500341 

77.84 

100,00 


830007,d Tue May 29 16:55:19 2012 Page 1 



Folk_OIG_PRR_064795 









Area Percent / Library Search Report 


Information from Data Filer 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05__29__12\830007.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 7 

AcguisitionMeth; DRUGS 
Integrator : RTE 



Search Libraries: 


C;\Database\SLI.L 
C:\Database\NIST08 * L 
C:\Database\PMW T0X2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 3.95 C:\Database\NIST08,L 

Levamisole 006649"23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Levamisole 006649-23-6 98 


Abundance Average of 3.917 to 4.170 min.; 830007.d\dala.ms {-) 




830007.d 


Tue May 29 16:55:20 2012 


Page 2 



Folk_OIG_PRR 064796 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : C: \MSDCHEM\l\DATA\SYSTEM6\05_29__12\830007 . d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


16:42 

KAC 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C : \Database\PMV7_TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99(/ 

000050-36-2 99 

000050-36-2 99 




Abundance 


#29: COCAINE 



830007.d Tue May 29 16:55:20 2012 Page 3 



Folk OIG PRR 064797 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMet h: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_2 9_12\830011.d 
KAC 

29 May 2012 17:45 

BLANK 

1 

DRUGS. M 
RTE 


Abundance TIC: §30011.d\data.nis 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


830011,d Tue May 29 17:58:56 2012 Page 1 



Folk OIG PRR 064798 








Area Percent / Library Search Repor 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcqulsitionMeth: 
Integrator : 


Data File: 

C;\MSDCHEM\l\DATA\SySTEM6\05_29_12\830012.d 
KAC 

29 May 2012 18:01 

COCAINE STD 

5 

DRUGS . M 
RTE 


Abundance T!C: 830012.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.722 

1491616 

100,00 

100,00 


830012.d 


Tue May 29 18:14:44 2012 


Page 1 



Folk OIG PRR 064799 





Area Percent / Library Search Report 


Information from Data File; 


File Name 

C:\MSDCHEM\l\DATA\SySTEM6\05 29 

12\830012.d 

Operator 

KAC 


Date Acquired 

29 May 2012 18:01 


Sample Name 

COCAINE STD 


Submitted by 



Vial Number 

5 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 4.72 C:\Database\SLl.L 


COCAINE 

000050-36-2 

99 

COCAINE 

OOOOSO-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance Average of 4.652 to 4.869 min.: 830012.d\data.ms (-) 




830012.d Tue May 29 18:14:45 2012 


Page 


2 



Folk OIG PRR 064800 














